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THIS IS THE FAMOUS 


Golden Rod 


TA Cc 





—250 lB 
WIP- PRESSURE 


This is the rugged, high-pressure oiler modern farm- 
ers and mechanics want. They go for GOLDEN 
ROD’S Controlled Oiling. None other like it. Com- 
pare Golden Rod for these advantages: 









See Your 
HARDWARE 
JOBBER 












1. Thumb - pressure starts 4. Exceptionally _ rugged. 
oil flow instantly. Heavy welded steel. 

Made to last through 

years of hard service. 






2. Ejects oil up, sideways 
or down, without waste. 






3. Single drop or a stream. 5. Choice of three spout types— 
Volume determined by straight, angle, flexible. 
thumb-pressure. Up to 
250 Ib. tip pressure! 6. Guaranteed for 5 years! 


DUTTON-LAINSON CO. Mfg. Div.. HASTINGS, NEBR., Mfrs. Since 1886. 
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